Series

1988-89 Title IV

Agenda

2-Day

Delivery  System

Day 1

Total Time: 8 hr.

Total Time: 8 hr.

MORNING SESSION - 3 hr. 30 min.

1988-89 Delivery System

Dependent Student Example

MORNING SESSION - 3 hr. 30 min.
1988-89 Delivery System

Independent Student Example continued

LUNCH - 1 hr.

LUNCH -1 hr.

AFTERNOON SESSION - 3 hr. 30 min.
1988-89 Delivery System

Dependent Student Example continued and
Independent Student Example

AFTERNOON SESSION - 3 hr. 30 min.

FISAP UPDATE

General and Part I, Identifying Information, Certifications

and Warning

Part II, Application to Participate

Part IV, SEOG

Part V, CWS

Part VI, Program Summary

Part IH, Perkins

CAMPUS-BASED HIGHLIGHTS

1988-89 Funding Summaries

1988-89 Reallocation

FY 1989 Budget

1989-90 Funding Procedures

Electronic FISAP (1989-90)

DRAP

IRSyED Sfciptracing Service

NDSL/Perkins Loan Assignmentsattend.
